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INTRODUCTION 


When deuterium is bombarded with deuterons, the 
following reactions are known to occur: 


(1) DeD—> He ene Q) 
(2) De D> Wepre Q 


with Q, = 3.30 ® .01 Mev’»*+4 and Q, = 3.97 * .02 Mev.4 

The total cross section for each of these reactions has been 
measured for low energy deuterons and the cross sections 
have been found to be approximately the same.99097+8 
1 4H. V. Argo, Phys. Rev. 74, 1293 (1948). 

2 T. W. Bonner, Phys. Rev. 59, 237 (1941). 


3 D. Le Livesey and D. H. Wilkinson, Proc. Roy. Soc. 
A, 195, 123 (Nov. 1948). 


4 Me. Le. E. Oliphant, &. R. Kempton, and Lord Ruther- 
ford, Proc. Roy. Soc. 149, 406 (1935). 


5 R. B. Roberts, Phys. Rev. 51, 810 (1937). 


6 J. H. Manley, J. H. Coon, EB. R. Graves, Phys. Rev. 
70, 1O1A (1946). 


7 <A. C. Graves, BE. R. Graves, J. H. Coon, d. H. 
Manley, Phys. Rev. 70, 1O1A (1946). 


8 E. Bretscher, A. P. French, F. G. P. Seidl, Phys. 
Rev. 73, 815 (1948). 
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The angular yields of the neutrons and protons from the 
reactions have also been measured at low energies and have 
been found to be similar. °*? In the center-of-mass systen 
(CMS) the observed angular distribution was 

(3) O(6) = K (1 + Acos*0), where 

the coefficients K and A are energy 

dependent and 6 is the deviation from 

the deuteron beam direction in CHS 

coordinates. 
Bennett et alt° measured the coefficient A in the angular 
yield equation for deuteron energies from .5 Mev to 1.8 
liev. Konopinski and Teller*+ have attempted a theoretical 
explanation of the yield and angular distributions from the 
D—D reactions. They concluded that spin-orbit coupling 
plays a large part in the reaction and they indicated a 
need for more detailed study of the differential cross 
section. Blair et al," have recently measured the total 
cross sections and angular yields for both protons and He? 


particles from the D-) reactions for energies from 1 Mev 





9. A. E. Kempton, B. C. Brown, KR. Maasdorp, Proc. 
Roy. See. 157, 386 (1936). 


10 wW. k. Bennett, C. E. Mandeville, and ti. T. Richards, 
Physe Rev. 69, 418 (1946). 


ll &. Jd. Konopinski and £. Teller, Phys. Kev. 73, 622 
(1948). 


12 J. M&M. Blair, G. Freier, & Lampi, W. Sleator, dr., 
J. ile Williams, Phys. Rev. 74, 1599 (1948). 


to 3.5 Mev and have found the cross sections for the two 
reactions approximately the same. For most deuteron energies 
they were able to investigate the angular yield of He? only 
between 15° and 80° in CMS coordinates. In this angular range, 
they could fit their data with an equation of the form 
(4) OG (0) = K (1 + Acos26 + Beos#) 

wnere K, A, and B are all functions of the bombarding deuteron 
energy. CGurtis, Rosen and Fowler+3 have measured the differ- 
ential cross section for the production of He? particles from 
the D-D reaction (1) at 10.2 Mev bombarding energy and have 
found it to be approximately independent of angle from 70° 
to 130° measured in CMS coordinates. 

For an understanding of the D-D reaction, # McKibben 
plot 4 of the energy~angle relations for the neutrons will 
be of value. Such a plot for the neutrons is given in 
Fig. 1. This plot shows the variation in neutron energy 
as a function of angle in laboratory coordinates for each 
bombarding energy. This chart also gives the relation be- 
tween angles in lakRoratory and OMS coordinates and allows 
quick calculation of the ratios of solid angles in the 


two systems (See caption, Fig. 1) In this paper, 9% will 


24, C L._R Jie. los er, Phys. Rev. 
73, oh’ igh’) “atse’L. Rosen.’ J. L.’Fowler,’B. R. Curtis, 
LADC 425. 


14 J. Le McKibben, Phys. Rev. 70, 101A (1946). Large 
wcale plots for ‘a number of reactions are available from 
the Atomic Energy Commission, as MDDC-223. 


represent angles measured in laboratory coordinates and 

@ will represent angles measured in CMS coordinates. 0° 
for both cases is for particles emitted in the same direc- 
tion as the bombarding deuterons. 

As can be seen from Fig. 1, in the backward direction 
where Z = 180°, the neutron energies vary from 1.9 Mev to 
about 1.6 Mev for bombarding energies between .5 Mev and 
i Mev. In the forward direction where % = 0°, for the 
same bombarding energies, the neutron energies vary from 
3-5 Mey to 7.3 Mev. At all other angles, the neutron 
energies vary between these two extreme cases. A plot for 
the protons from the D-D reaction (2) has the same general 
features with slightly different energy values. 

The McKibben plot for the He? particles, given in 
Fig. 2 shows quite a contrast to the plot for neutrons. 
From Fig. 2 it may be seen that at most bombarding energies 
it becomes very difficult to resolve angles near 90° in 
CHS coordinates from measurements which must be made in 
laboratory coordinates. In addition the He? particles 
enitted at large angles of 8 would have very short ranges 
(less than 3 mm in air) and would be difficult to detect. 

When the angular yield of the D-D reaction is to be 
studied by counting the yield of charged particles from the 
target it is necessary to be able to discriminate between 
He particles (which for certain bombarding energies and 


at some angles may have two different energies), H 


particles (which also may have two different energies), 
disintegration protons and scattered deuterons. 

Tne difficulties of angular resolution and particle 
discrimination limited the data of Blair et al.+* to angles 
less than 909 (@). In contrast with these difficulties 
the neutrons from the D-D reaction are monoenergetic in 
each direetion and the yield in all directions except 
angles close to 9 = 180° may be measured. 

in order to make good measurements of the angular 
yield of neutrons from the D=-D reaction, it is desirable 
to nave a neutron counter which subtends a relatively small 
solid angle, and one which is relatively insensitive to 
variations in neutron energies. Such a counter has recently 
been made available? in the form of a shielded long counter 
for neutrons and it will be discussed later on in this 
paper. 

because the two particles initiating the D=-D reaction 
are identical, the angular yield of particles in the center- 
of-mass system must be symmetrical about @ = 90° and experi- 


mentally this symmetry has been found at low energies. 9916 





15 A. O. Hanson and J. L. MeKibben, Phys. Kev. 72, 
673 (1947). 

16 R. O. Naxby, Jd. S. Allen, and J. H. Williams, 
Phys. Rev. 55, 140 (1939). 


This symmetry condition provides a good cneck on experi-~ 
mental data. Of course the neutron yield in laboratory 
coordinates will be quite asymmetric about g = 90° because 
of the variation in the ratio sin @6d0/singfag as a function 
of angle. A plot of this ratio as a function of angle 

in laboratory coordinates for several bombarding energies 


is given in Fig. 3. 


EXPERIMENTAL ARRANGEMENTS 
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The Wisconsin electrostatic generator ' was used as a 
source of bombarding deuterons for a thin deuterium gas 
target. Fig. 4 shows the arrangement of the equipment for 
the experiment. The deuteron beam was magnetically 
analyzed and brought to the target (T) through a twenty—-foot 
extension of the generator accelerator tube. The high 
resolution electrostatic analyzer which was available was 
not uSed since it was necessary to use targets of 50-150 kev 
in stopping power to give satisfactory counting rates and 
“sinimize background neutrons. However, the generator was 
autowatically controlled to about £ 5 kev by a corona spray 
current control eireuit.2§ &k beam of a few tenths of a 
microampere and 3 mm diameter was delivered at the target. 
17 «a. G Herb, C. M. Turner, C. M. Hudson, R. &. 
Warren, Phys. Rev. 58, 579L (1940). 


18 Similar to the circuit reported by J. L. McKibben, 
and U. H. Frisch, J. M. Hush, Phys. Rev. 70, 117A (1946). 


Fige 5 shows the constructional details of the target 
and its support. The target chamber (T) consisted of a 
thin walled brass cylinder 17 mm in diameter, its axis 
parallel to the deuteron bear. The gas target was 
separated from the vacuum in the extension tube by a .00005 
inch (about one micron) nickel foil.?? The foil was complete- 
ly free from pinholes and was sealed with blaek wax over a 
6 ma diameter aperture. Wickel was chosen on the basis of 
mechanical strength, stopping power, and low neutron yield 
from bombarding deuterons. Tests orn the foil showed that 
wren sealed to the above aperture it eould support a maxinum 
pressure differential of 25 p.s.i. The stepping power of 
the foil varied from 150 kev at a bambarding energy of .71 
hhev to 75 kev at a bombarding energy of 34373 Nev. The aver= 
ase stopping power for protons of energy slightly higher 
tnan the Li(p,n) threshold was measured fromthe differente 
in the generator enerzies for the thresholds of the Li(p,n) 
reaction measured first as the beam struck the lithium 
target without passing through the foll and then measured 
when the beam passed througn the foil and struck the 
lithium. Stopping power of the nickel foil for deuterons 


was calculated from this measured value. The variation with 





19 Available from the Chromium Cra‘poration of America, 
Waterbury 90, Conn. 


enercy of the stopping power of nickel was calculated from 
tue variation of the atomic stopping power for copper given 
in a table in Livingston and Bethe. 2? 

Tne deuteron beam passed through 2 em. of gas in the 
target chamber and was then stopped by a .1 mm gold foil. 
Tne target chamber could be evacuated and then filled with 
hydrogen or deuterium through electrically neated palladium 
tubes and appropriate valves. The pressure of the gas 
target was calculated from readings on & speciaily cali- 
brated Bourdon gauge and an accompanying barometer. Pres- 
sure readings were accurate to a few per cent. 

A small end-window proportional counter (P-Fig. 4) 
was used to count tae disintegration protons from reaction 
(2) as a monitor of the D-D reaction wnile the angular dis- 
tribution of Beutrons was being measured at a given bombard- 
ing energy. This counter was fixed at g = 90° and 10 em from 
tae target center. A small nole in the side of the target 
chamber was covered by a.0025 mn nickel foil which allowed the 
disintegration protons to reach the counter. The foil and air 
Stopping powers were such that no other particles were 
counted. 

Special precautions had to be taken to keep the neutron 
background low compared to the neutrons from the thin 
deuterium gas target. Since light elements bombarded by 


even low energy deuterons give copious emission of neutrons, 





20 ms Bu Livingston and H. A. Bethe, Rev. Mod. Phys. 
9, 272 (1937). 


LO 


S 
heavy elements wuch as gold or tantalum were used wherever 


possible as the surface that the deuteron beam might strike. 
A beam-defining tantalum diaphragm allowed the deuteron 
cveam to strike an area 3 mj in dlameter only near the center 
of the target entremMee foil. This diaphragm was electrically 
heated to prevent pump oil in the vacuum system from con- 
densing on the diapnragm where tue oil would give off 
neutrons when struck by tae deuteron beam. snields consist- 
ing of water, paraffin, or cement blocks were installed 
as snown oy tne shaded areas in fig.e & to reduce background 
counts of aeutrons produced by deuterium beams striking in 
tue analyzers. This shielding reduced background by a faetor 
of more tuan two. A thin sneet of cadmiuwu covered the face 
of the counter to remove thermal neutrons coming from tne 
room, This had little effect on background of 0° bur re- 
duced baekground by a factor of imore than two at 165° (fg). 
In addition, the target and coutter were placed so that a 
winimum number of neutrons from tae reaction would be 
seattered from the walls of the laboratory into the counter. 
The energy~insensitive neutron counter consisted of a 
proportional counter filled with enriched BF3 ana embedded 
in a cylinder of paraffin 20 cm in diameter. A neutron 
shield, consisting of a layer of boron and about & em of 
paraffin was an integral part of the counter assembly, sur- 


rounding it except for the front face. This shield made 


Li 


tse counter relatively insensitive to scattered neutrons 
coving from directions other tman the front. Tne distance 
from target center to counter face was 98 cm. The counter 
subtended * 6° and a solid angle of .034 steradians. The 
variation of efficiency with energy of such a counter has 
peen measured by Hanson and sicKibben.?? Tne efficiency is 
at its maximum value and is flat (* 2 per cent) for 
neutron energies from .5 Mev to 3 Mev and drops to .95 
times the maximum value at 5 Mev (average energy of RaBe 
seutrons).** Extrapolation of this curve would predict an 
efficiency of .89 times the maximum at 7 mev. The counter 
was mounted on a moveable base whicn was pivoted at a 
point directly under tne target center. wseutrons could be 
sounted at any angle from 0° to 165° in laboratory coordinates. 
Beau current entering the insulated target was allowed 
LO charge a polystyrene-dielectric condenser. A string 
electrometer was used to measure the voltage of the condenser 
and hence the total charge collected during a run. The 


cliarge Meawurements are good to a few per cent. 





21 The absolute counter efficiency was one count for 
an isotropic yield of 1.34 x 10° neutrons from a RaBe source 
98 em from the face of the counter. 


PROCLDURT 


background was measured with some hydrogen gas in the 
target chamber to keep the entrance foil cool. The bacx- 
ground neutron yield was weasured for the same integrated 
bean charge a5 indicated Yy the Strin!; electrometer for posi- 
tions of the counter at every 5° from 9 to 165° (¢). 

Counts were then reteker. at 90° and 0° to see that condi- 
tions Lad uot cnahged appreciatlly during the 3 or 4 hour run. 

Afver measuring the background yielu at a given energy, 
tne target clamber was evacuated, the: filled with deuterium 
and tne angular yield of D-3 neutrons measured. 

At an average bombarding deuteron energy in the target 
of .7 Mev, background neutrons anounted to only 2 per cent 
of the D0 neutron yield. At a deuteron energy of 3.1 Mev, 
background was avout 7 per cent of the total yield in the 
forward direetion but 22 per cent at 110° (fg). At an energy 
of 3.69 Mev, background was 20 per cent of the total yield 
at 0° and 68 per cent of the total neutron yield at 110°. 

It was found that experimental conditions did not 
remain constant over the tine necessary to take all the data 
on angular information in this experiment. Therefore 


special normalizing runs were taken in a short time to 
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obtain accurate relative values of the total cross sections 
as a function of energy. Background and total neutron 
yields were measured only at 0°, 90°, 170° in CMS coordinates 
for each of three or four adjacent bombarding energies at 
which data had previously been taken. During these measure- 
ments only adjustments absolutely necessary to change the 
bombarding energy were made. These normalizing runs were 
made at overlapping enercies and ineluded all energies 

from .7 Mev to 3.1] Mev. Due to generator difficulties at 
the time, it was impossible to normalize the data at .49 
Mev, 3.4 Mev, and 3.69 Mev. 

The absolute value of the cross section for neutrons 
from the D-D reaction was determined by using the long 
counter and the observed angular distribution of ».eutrons to 
ol\tain a comparison of the total neutror flux from the deu- 
terium taryet with the total neutron flux from a standardized 
faBe neutron source.®* The absolute calibration of the RaBe 
souree is probably not better then * 5 per cent. 23 

At a bombardine energy of .7 Mev, the neutron angular 


yield was neasured with two different.angular resolutions. 





22 Calibrated at tae Argonne National Laboratories. 


23 A Similar calibration of tae same habe source two 
years earlier (and 2 few months after the source was pressed) 
gave a value 20 per cent lower; it is believed that most 
of this difference resulted fron better mixing (perhaps by 
diffusion) of the radium and berylliun. 


14, 


in the first case the front face of the counter msibtended 

an angle of ® 6° while in the second the front face of the 
counter subtended an angle of * 3°. For the latter run 

the net neutron count was 1/2.6%4 times the former value while 
the background ceunt was 2/3 times the former value. How- 
ever, the angular yields in CMS coordinates remained the 

same within the experimental error. At aigner energies, the 
low neutron yield at 90°(S) compared with the background 
yield made it difficuit to make reliable measuresients with 


the nigher angular resolution. 





ea This does ast necessarily imply a departure from 
the inverse square law since the effective center of the 
coufiter is somewhere behind tne front face. 


RESULTS 


The results to be discussed are for average energies 
of the bombarding deuterons in the gas target. The lowest 
average energy was .49 Mev and the highest was 3.7 Mev. 
These energies were obtained by subtracting the stopping 
power of the target entrance foil and half the stopping 
power of the gas target from the generator energy. Because 
of non-uniformities in the nickel foil and because of un- 
certainty in the range-energy relation for the foil, the 
average bombarding energy is probably not known better than 
210 kev. The stopping power of deuterium was taken from 
tables in Livingston and Bethe. -? 

The angular distributions of the neutron yields from 
the D-D reaction (1) at different energies are plotted as a 
function of angle in CMS eoordinates in Fig. 6. The 
experimental yields as measured in laboratory coordinates 
were corrected by the solid angle ratio and by the neutron 
counter efficiency (for most of the data this correction 
was much less than 5 per cent and it was never larger than 
1l per cent) and then plotted for the corresponding angles 


in CMS coordinates. The experimental points are plotted 


25 M. S. Livingston and H. A. Bethe, Rev. Mod. Phys. 
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as circles with RMS statistical deviations indicated at 
some representative values. Tne experimentally observed 
symmetry of the data about 6 = 90° probably indicates the 
absence of large unknown systematic errors. The curves 
plotted in this figure are analytic expressions for the 
angular yields of neutrons which give good agreement with 
the experimental points and which were obtained as described 
in the following paragraphs. 

The analytic expressions for the neutron yields are 
of the form: 

(5) GO (8) = K(1 + Acos*e + Beos#® + Ceos%@). 

The coefficients A, B, C, were obtained by making use of the 
orthogonality properties of Legendre polynomials. SEach 


yield plot is assumed to be of the form: 
mn 
(6) Ole) = vim an P, (cose) 
n=0 
where P,, is the Legendre polynomial of the first kind and 


ay, is a real coefficient .~° By making the integration of 
the following form: 


tl 
in J Y(cos®)P,,(cos@)d(cos¢) = a, ( = - 





26 R. Taschek and A. Hemmendinger, Phys. Rev. 74, 373 
(1948). 


a7 


the coefficients a, were found. By simple substitution 
in Bq. 6 the yield formula was converted to the more familiar 
form of Eq. 5. 

When the integrations were carried out on a point-to- 
point basis, in some cases the experimental errors of the 
points did not allow the coefficients to vanish for n = 3 
or 4. Therefore, the series of polynomials was terminated 
as soon as the coefficient a, reached a value which might be 
produced by the uncertainty of the experimental data. Also 
it was considered reasonable that the simplest equation 
which gave a good fit to the experimental points was better 
than a more complicated one, and that there should be a 
smooth variation of coefficients as a function of energy. 
Trerefore the coefficients obtained from the above analysis 
mfae modified in some cases. The data at all energies requiref 
finite values for the coefficients A and B and above 2 Mev 
better fit of the data is obtained if a finite value of the 
coefficient C is included. Where only A and B are used, 
the uncertainty in their individual values is about * 3/10 of 
& unit. When all three coefficients are used, there is 
considerably more leeway in choosing the values of the in- 
dividual coefficients for a good fit of the data. This is 
quite evident from the curves given in Fig. 7. 

Fig. 7 shows the eaperimental data for an average bom- 
barding energy of 3.11 Mev and three different analytic 


expressions for the yield. The dotted curve shows the best 
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fit of the data possible if no terms higher than Beos4@ are 
included. The coefficients for the dashed curve were obtain- 
ed by the Legendre polynomial analysis which included terms 
through Ceos°e. The solid curve has coefficients modified 
from the analysis results to be consistent with the values 
at adjacent energies and still give good fit to the experi- 
mental data. The data at lower energies required appreciably 
less modification of the coefficients obtained by the math- 
ematical analysis than was required at this energy. 

The coefficients which were finally obtained for the 
equations for the neutron angular yields are plotted in 
Fig. 8 and Fig. 9 as a function of energy. Fig. 8 is a 
plot of the coefficients of the normalized Legendre poly- 
nomial components of the neutron wave intensity.*? Fig. 9 
is a plot of the coefficients of the different powers of 
cos"@ components of the neutron wave intensity. The extra- 
polated starting points for the B and C coefficients are 
approximately indicated by the dotted portions of the two 
curves. The dotted portion of the curve for the coefficient 


8,28 


A is based upon low energy measurements. The value of 


Das the coefficient of a cos®9Q- term was introduced at 
27 The symmetry about @ = 90° requires that a, = 0 
when n is odd. 


28 R. D. Huntoon, A. Ellett, D. S. Bayley, J. Van 
Allen, Phys. Rev. 58, 97 (1940). 
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3.69 Mev rather than have the values of the other coefficients 
out of line with their values obtained by extrapolation 

from lower energies. This does not necessarily mean the 
sudden appearance of a large amount of cosS@ in the angular 
yield; it is probably due to the uncertainty in the measure- 


C 


ments at this energy. Tne data taken at 3.69 Mev @ quite 
obviously not in line with data at other energies. ee | 
not considered reliable because background was large and 
fluctuating for this run. For example, a ten per cent 
fluctuation in background could make a 20 per cent change 
in the net neutron yield for angles near 9=90°. 


The ratio$’ of the neutron yields at 0° to the neutron 


yields at 90° in the center-of-mass system is: 


(8) oa = leAt+BeC #+D 
iy (9Q0 


These ratios have been plotted as a function of energy in 
Fig. 10. These ratios are known much more accurately than 
are the individual coefficients because of the latitude in 
the choice of the coefficients for a good fit of the experi-~ 
mental points. These ratios allow the comparison of the 
results of this experiment with other experimental results 


which nayohave as complete angular information. For purposes 


of comparison the results of Blair et ai.,” Bennett et al.,?° 
and the proton results of Huntoon et ai28 have also been 
plotted. In the work done by Blair et al., the coefficients 


were determined by fitting the experimental points only be- 
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tween 10° or 15° and 80° in CNS coordinates, without the 
decided advantage of having the relative yields at 0° and 
90°. As is evident from Fig. 10, all four of these experi- 
ments show consistent results. 

The values of K in Fig. 9 are based on the absolute 
value of the efficiency of the neutron counter and the data 
taken during the normalization runs. The values at .49 Nev, 
3.4 Mev, and 3.69 Mev indicated by solid circles are extra- 
polated from the other values since normalization runs were 
not taken at those energies. Calculations from unnormalized 
Gata indicate that these extrapolated values are probably 
good within * 10 per cent. The experimental values agree 
quite well with similar values measured by Blair et al. 

The differential cross sections for the neutron yields 
from the D-D reaction are of the form 

(9) FD (@ =K (1 + Acos26 + Beos#e + Ccos6e) 
and are plotted as a function of angle in OMS coordinates in 
Fig. ll. Until the high neutron background at energies above 
3-4 Mev can be reduced, 3.4 Mev represents an approximate 
upper Limit at iad. Gh our data can be considered reliable. 

The spherically symmetric yield of He? particles from 
the D-D reaction at 10 Mev reported by Curtis et al. may not 
be in violent disagreement with the data at lower energies 
shown in Fig. ll, for they were able to measure only between 
angles of 70° and 130° in CMS coordinates and the present 


data would indicate a trend toward isotropy in this region. 
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The differential cross section which they report is about 
3.3x107*? em*, This would indicate that the value of K 

in Fig. 9 decreases from the value of 6x107*7 em? at 3 slev 
to 3.3xl07*/ om2 at 10 Mev. 

When the differential cross sections are plotted in 
laboratory coordinates they of course become very asymmetric 
as is seen in Fig. 12. 

The total cross section for the neutron yield from the 
D-D reaction is plotted in Fig. 13 as a function of energy. 
These values were obtained by integrating the differential 
cross section. The values indicated at .49 Mev, 3.4 hev, 
and 3.69 Mev by solid circles are based on the assumed 
values of K as discussed previously. Because of the diffi- 
culties in measuring the absolute values of neutron flux, 
the values of O (D,n) are probably not better than ® 10 
per cent. However, the relative values are probably much 
better. For comparison purposes, the values obtained from 
other experiments?» 7,8,12 have also been plotted. There is 
remarkably good agreement with the results of Blair, et 
ma.** over the entire range of energies and the low energy 
datas7,8 appear to lie in line with the extension of the 
curve for this experiment. Recent information indicates that 
O(D,n) decreases to the value .07 barns at 10 Mev. 2? 

29 Verbal combunication with Rh. Taschek concerning the 


continuing work ef Rosen and Fowler at Los Alamos. (See 
also footnote 13). 
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The probability P90 for a pair of deuterons possessing 
the relative orbital angular momentum [£\L+ ij}? h to 
penetrate the combined coulomb and centrifugal barriers 
(maximum radius of interaction assumed to be 7x107+3 em)41 
is plotted as a Function of the bombarding energy for 
4 =0, 1, 2, 3 in Fig. 9. A more significant quantity is 
the cross section for penetration to the nuclear surface 
whieh is given by 
(10) Og = ar x (2h + 1) Py 

These cross sections are plotted in Fig. 14. It is inter- 
esting to note that when Og (@=1) #3 barn, the coef- 
ficient B (Fig. 9) begins to have an appreciable value, and 
that when Og (£8 2) = 2 barn, the coefficient C begins 
to have an appreciable value. By analogy with these two 
cases it would seem reasonable that a coefficient D would 
begin to have a finite value at a bombarding energy of 3 Mev 
or above and the experimental data does not exclude this. 

The finite value of the coefficient B corresponds to 
an outgoing D-wave being present in the neutron yield. 
lowever, the cross section for an incoming D-wave is very 
sinall and the cross section for an incoming P-wave is just 
becoming appreciable. This would. indicate that probably 
spin-orbit coupling produces the required orbital angular 


momentuwn which is found in the outgoing wave and is not 





30 H. A. Bethe, Rev. Mod. Phys. 9, 178 (1937). 
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present in tae incoming wave. 
at a@ given bombarding erergy, the amplitude of the 


neutron wave is 
m 


(11) WW (@) = > 2 ,etBn Pp (cose), 
n=O 

where a, is a real amplitude factor, eiBn is a phase 
factor, and P,,(cos@) is the Legendre polynomial of the 
first kind. Then the intensity of the neutron wave is 

(12) x (e) = Wie) Wo). 
At very low bombarding energies at which the neutron yield 
intensity may be represented in the form 

(13) Oe) = K (1 * Acos9), 
only o- and P-waves are present anc their individual ampli- 
tudes may be found. When the intensity includes Beos#@ or 
nigner teras, a unique determination of the individual 


amplitudes (a,,) and phases (3,) is impossible. 
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FIGUKE 1 


Energy~angie nonmograpn for the neutrons 
from tie D(D,n) He reaction. Read Ey at 
any angle @ as the intersection of the 
solid circle (of radius C) with the dotted 
circle (of radius B) determined by Ep. 

All energies in Mev. Broken lines inter- 
sect dotted circles at equal angles in 

mS coordinates. 
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FIGURE 2 


Bnergy~angle nomograph for the He? from the 
D(D,n) He reaction. Read by at any angle ¢ 
as the intersection of the solid circle (of 
radius C) with the dotted circle (of radius 
B) determined by Ep. All energies in Mev. 
Broken lines intersect dotted circles at 
equal angles in OMS coordinates. 
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(Boy is the energy of the emitted He? 
particle) 
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FIGURE 3 


Ratio of solid angle in OMS coordinates to 
solid angle in laboratory coordinates as a 
function of angle in laboratory coordinates 


for several bombarding deuteron energies. 
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FIGURE & 


Kxperimental arrangenent for measuring 


neutrons from the D=-D reaction. 
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FIGURSG 5 


Constructional details of gas target 


chamber and support. 
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FIGURE 6 


Angular distribution of the neutron yield 
from the D-D reaction as a function of 
angle in CS coordinates for several 
energies. Ordinates shifted to eliminate 


overlapping. 
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Angular yield of neutrens from the D=—D 
reaction of 3.11 Mev as a function at 
angle in CMS coordinates. Uotted curve 
is best fit using terms including Beos4@. 
vasned curve is from polynomial analysis. 
Solid curve is from analysis coefficients 
modified to agree with data at other 
energies and still give food fit to 


experimental points. 
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FIGURE 8 


Coefficients of normalized Legendre poly- 
nomial components of neutron differentia.. 
cross section from the D-D reaction as a 


function of bombarding deuteron energy. 
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FIGURE 9 


Coefficients of cos™@ components of neutron 
differential cross section from the D-D 
reaction as a function of energy. <Selid 
circles obtained by extrapolation. Probabil- 
ities of nuclear barrier penetration for two 
deuterons as a function of bombarding 


deuteron energy for Bi = 0,1,2,3% 








FIGURE 10 


ratios of neutron yield at 0° to neutron 
yield at 90° in CMS coordinates as a 


function of bombarding deuteron energy. 
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FIGURE 11 


Differential cross section for neutrons 
Irom the D-D reaction as a function of 
angle in CMS coordinates for different 


bombarding deuteron energies. 
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FIGURE 12 


Differential cross sectian for neutrons 
from the D-D reaction as a function of 
angle in laboratory coordinates for 


different bombarding deuteron energies. 
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FIGURE 13 


Total cross section for the ~eutrons 
from the D=—D reaction as a function of 


bombarding deuteron enerry. 
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FIGURE 14 


Cross section for penetration to the 
nuclear surface for two deuterons as a 


function of oomoarding deuteron energy. 
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View of the high voltage generator and 
its control position. Automatic controlling 
circuits are to the right of the operators 
chair, shielding around the generator and 
the magnetic beam analyzer are shown on the 


left. 
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View of experimental apparatus. Gas target 
is in the foreground, the high voltage generator 
is in the background. The neutron detector is on 
the left of the target, the proton monitor de- 
tector is to the right of the target. Water, 
paraffin, and cement shielding are shown around 
the end of the generator and the magnetic beam 


analyzer. 





View of experimental apparatus looking to- 
ward the target from the generator. The neutron 
and proton detectors are in place. Bombarding 
deuterons reach the target through the evacuated 


tube in the foreground. 





Close up view of target assembly. Gas enters 
target through vertical tube. Proton detector is 


at end of support tube at right of target. 





View of the gas distribution control cen- 
ter. Barometer and gauges for measuring gas 
pressures are shown. Variac is for controlling 
palladium leak temperature which controls rate 
of gas flow into target. Hydrogen and deuterium 


are stored in cylinders beneath valve block. 





View of data recording station. Scalers, 
counters, recorders, timer, oscilloscope, and 
electrometer are shown on table. Automatic 
cut-off circuit is shown on the right. Gen- 


erator dryer is in background. 
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Excitation function and angular distribu 
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